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CONFIDENTIAL • 



21 January 19^ 


MENOBAXDUM FOR: Chief, Technical Sexrlees Staff 


SUBJECT 


REFERENCE 


Request fer Addltlenal Suppert far Redesign and 

Medlf icatien sf the TBS Hydrogen Generator 

A. Menorandua dated 21 August 19^7 for c/^, 
Sta>jeets ReqMst for Initiation of Test 
and Eraluatlon of Subject Generator 

B. Meaorandua dated 10 December 1997 C/TSS, 
Subject: Request for Extension of T&B and 
for Redesign “*^<fl>Tat1 oa o f j ^ jl^ijeut" 
Generator 


1. Description of 'Hie Project 


DOC Tt MV OATl 

oRiG on 

ORIG CLASS PAOei 

JUST - ^ MKT nv 



This is an existing project that is concerned with the test and evalua- 
tion and redesign and oodiflcatlon of a TBS developed Mobile Hydrogen 
Generator. The generator produces hydrogen fraa the disassociatlon of 
aoBonla and the product gas is Intended to neet the needs vt Area Division 
propaga n da balloon operations. The test and evaluation and the redesign 
and nodiflcatlon of the generator are irell undemay. The testing un- 
covered a design fault that involves hleds tenpexature aetallurgy re- 
design of a basic generator part is necessary. 


2. Purpose of the Project 


The purpose of this part of the project is tvofold. One, a contractor 
that is an expert in the field of high temperature netallurgy vlU be 
brought into the pregraa and lend assistance to the testing group and to 
the original contractor. Two, the results of this study work will not 
only be applied to the innsdiate redesign but will fora the basis for the 
design of replaeeBMnt retorts idiich are intended for stiboequont shlpnent to 
the generator operations site. 


ReoeuBMuded Contractor 


Jbe^rocouBended contractor for this part of the work is 


ided 

The field of hlcdi teapemture aetallurgy is one in 
which this organization has a very level of technical eoupetance. 
The testing will continue to be under the guidance of the Industrial Gas 
Branch, Nschanical Division, 
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Total Cost 
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ReqttlrttBwntg 

Llalsmi vlll be nalatainedf 
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i^eB ewnerehlp transfer of the generater takes place. 
6. Prajaot Engineer 


far the testing and with 


Iha prejeet engineer far this pregraa Is 
West Outbuilding, 

7* Security Inferaatlen 


Been 212, 


“Chief” 


SBS^Bnglneezlng Mylslen 


C9)/P/TBS/ED 

Dlstrlbutlen: 

Orlg - ED-139 ret'd from c/lBS 
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